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■ / pe rco 1 a ■: i ca / : t h e t h a n q 1. / 

_ prepared by distillation untier reduced pressure. 0 was 

dissolves in glacial acetic acid and ponied into « large volume oJ water with 
vigorous stirring. The aqueous acidic layer was separated from the tars and 
.;he total bases precip hated with ammonia in the presence of ice. The major 
aikaicid ■•■•a:' separated from the mixed bases by chroma tograpny on alumina 
using h e n ze n e f or ch 1 o r of or m) T p u rib ed by prepa ring t he ta r t ra ts salt vv h ich was 
rtcryscby-wb from methanol ran. 220°' The free base was isolated and re- 
crystaliised from methanol m.p, 144-1452 Analysis gave an empirical formula 
Q-H^NXy. Ultra-violet spectrum in absolute ethanol gave A max 223 
(e = 15.500) and A max 302 (s ■= 6,550). The spectrum was unchanged in 
uci d i c a n d s tro ng 1 y b as i c c on d i t i ons. 2’ h e rn aj or in fra- re ci h a n d s were at s 72 5 

cm. 1 and (ester carbonyl) and at 3,350 cmr ! (N-H-stretching) in Nujol mulL 
A mass spectrometric examination of the alkaloid was carried out and gave 
the data consistent with that reported by Blemann (1962) on a series of iboga 
.! kale ids and was suggestive of the iboga alkaloid conopharyngine (1) which 
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Has been isolated by Renner, Prins and Stoll {1959) from Conopkaryngia dwissima 
i Stapf,). The m.p. ultra-violet and infra-red spectra are in good agreement 
with those of Renner, Prins and Stoll (1959). A mixed imp, with an authentic 
a re pi e :> f ;■ rt c p h a r v ng i n e s h o wed no de p res si on, S m alSe r q u ant i ti es o f m i n or 
alkaloids have been obtained by chromatography on. alumina and these will 
be reported on in due course. 
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